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0. S. Government #1 
Agenda for 

Initial Systems Analysis and Programming Conference 

25X1 A5a1 

1* Organization 25X1A5a1 

2, Security Requirements 

a. Accounting for Classified Documents Provided 25X1 A5a1 

b. Classification of System Analysis, Design and Specs, and 
Programming Work Papers— Final Documents 

c. Tapes Representing Actual Traffic 

d. Classification of Site Location 

e. Classification Governing Hardware and Software Checkout 



3« Validation of Specifications 

4, Additional Specifications 
a* Line Specifications 
b# Out-station Specifications 

c. Interface Specifications (Overall System Definition) 

d. 106 wpm Circuit 




e. Paragraph 604,1 of Specs Re Comparison Messages 

f. Cryptographic Characteristics 
Schedule 

a. Pert Chart 

b. Ten Month Schedule 



25X1A5a1 
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Page 2 

Site Layout 

a. Building Plan on Designator Site 25X1A5a1 

b. Environmental Character Sites 

7* Next Conference 

a. Work to be Accomplished by 25X1 A5a1 

b» Work to be Accomplished by 0. S. Government #1 

c. Tentative Date 
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